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Message Text 


LIMITED OFFICIAL USE OTTAWA 01566 

FOR A/SY/T AND A/SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV CAMERA MALFUNCTION 

1 . THE RECENTLY INSTALLED CCTV CAMERA IN THE CONSULAR 
SECTION IS MALFUNCTIONING. EXPERIMENTING WITH OTHER 
MONITORS CLEARLY SHOWS IT IS THE CAMERA AND NOT THE MONI- 
TOR WHICH IS CAUSING THE PROBLEM' 

2. SUGGEST A REPLACEMENT BE SENT ASAP. ENDERS 
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